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SUBJECT: CORPS OF ENGINEERS ASSISTANCE IN ALLEVIATING JIDDA WATER 
CRISIS 

REF (A) JIDDA 3192, (B) JIDDA 3072 

1 . PARAGRAPH 2 CONTAINS THE TEXT OF A LETTER FROM THE 
MINISTER OF AGRICULTURE AND WATER, ABDUL RHAMAN AL 

ASH SHAYKH, TO THE AMBASSADOR REQUESTING URGENT CORPS OF 
ENGINEERS ASSISTANCE TO HIS MINISTRY TO AVOID ANOTHER 
WATER CRISIS IN JIDDA. THE LETTER WAS DELIVERED UNDER 
COVER OF A FOREIGN OFFICE NOTE DATED MAY 4. 

2. BEGIN TEXT. PURSUANT TO OUR DISCUSSIONS WITH U.S. 

ARMY CORPS OF ENGINEERS, DISTRICT ENGINEER COL. GEORGE B. 

GRAY, CONCERNING THE IMMEDIATE ASSISTANCE REQUIRED FROM THE 
CORPS OF ENGINEERS TO AVOID ANOTHER WATER CRISIS IN JEDDAH 
THIS SUMMER, THE MINISTRY OF AGRICULTURE AND WATER REQUEST 
THAT THE U.S. ARMY CORPS OF ENGINEERS BE AUTHORIZED TO 
PROCEED IMMEDIATELY WITH ALL NECESSARY AND REQUIRED WORK 
TO BE ACCOMPLISHED TO THE JEDDAH WATER SUPPLY SYSTEM. 
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MINISTRY WISHES TO HAVE SAME MEMORANDUM OF UNDERSTANDING 
PREVIOUSLY AGREED TO BY BOTH OUR GOVERNMENTS ON 
17 APRIL 1975, VALID AND COVERING THE RESPONSIBLITIES 
OF BOTH THE CORPS OF ENGINEERS AND THE MINISTRY OF 
AGRICULTURE AND WATER. END TEXT. 

PORTER 


LIMITED OFFICIAL USE 


NNN 


Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 04 MAY 2006 



Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 04 MAY 2006 


Message Attributes 


Automatic Decaptioning: X 
Capture Date: 01 JAN 1994 
Channel Indicators: n/a 
Current Classification: UNCLASSIFIED 

Concepts: WATER SUPPLY SYSTEM, TECHNICAL ASSISTANCE 

Control Number: n/a 
Copy: SINGLE 
Draft Date: 05 MAY 1976 
Decaption Date: 01 JAN 1960 
Decaption Note: 

Disposition Action: RELEASED 
Disposition Approved on Date: 

Disposition Authority: GolinoFR 
Disposition Case Number: n/a 
Disposition Comment: 25 YEAR REVIEW 
Disposition Date: 28 MAY 2004 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1976JIDDA03241 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D7601 73-021 8 
From: JIDDA 

Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1976/newtext/t19760589/aaaacyjp.tel 

Line Count: 67 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION NEA 

Original Classification: LIMITED OFFICIAL USE 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 2 

Previous Channel Indicators: n/a 
Previous Classification: LIMITED OFFICIAL USE 
Previous Handling Restrictions: n/a 
Reference: 76 JIDDA 31 92, 76 JIDDA 3072 
Review Action: RELEASED, APPROVED 
Review Authority: GolinoFR 
Review Comment: n/a 
Review Content Flags: 

Review Date: 21 JUN 2004 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <21 JUN 2004 by ElyME>; APPROVED <22 JUN 2004 by GolinoFR> 

Review Markings: 

Margaret P. Grafeld 
Declassified/Released 
US Department of State 
EO Systematic Review 
04 MAY 2006 


Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: CORPS OF ENGINEERS ASSISTANCE IN ALLEVIATING JIDDA WATER CRISIS 
TAGS: EAIR, PFOR, MASS, MARR, SA, US, COE 
To: STATE 
Type: TE 

Markings: Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 04 MAY 2006 


Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 04 MAY 2006 



